The walkway cited by the inspector was eight to nine feet
above ground (Tr. 11).  The wash screen was in operation and one
person was exposed to the loose rocks on the walkway.  Injuries
that could be sustained would range from a minimal injury to a
fatality (Tr. 11, 12; Exhibit E10).  The inspector concluded that
management was not aware of this condition (Tr. 10-11).

Respondent presented no evidence concerning this citation.

Discussion

The Commission previously affirmed a violation of this
regulation in a factual setting where there were tools, hooksr
wire rope and rocks lying near the edge of the elevated walkway.
In addition, there was no toeboards around the edge of the
platform to prevent the loose material from falling over the edge
and striking employees below.  El Paso Rock Quarries, Inc., 3
FMSHRC 35, 39.  The writer is bound by the above Commission
precedent.

For these reasons Citation 588681 should be affirmed.

Citation 588682

This citation proposes a penalty of $72 and it reads, in
part:

The V-belt drive for the lead pulley of the wash screen
feed conveyor was not guarded.  It was about 5 1/2
feet above the level of its wash screen walkway and
readily accessible to a person on the walkway.

(Exhibit E-2).

The  citation  allegedly  violated,   30 C.F.R.   56.14-1,
provides:

Guards

56.14-1 Mandatory.     Gears;   sprockets;   chains;   drive,
head,   tail,   and  takeup pulleys;   flywheels;   couplings;
shafts;   sawblades;   fan  inlets;  and similar exposed
moving  machine parts which may be  contacted  by  persons,
and which may cause   injury to persons,   shall  be guarded.hich provides as
